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% 24 


12 January 1955 


MEMORANDUM FOR THE MEMBERS OF USCIB ; 

Subject: Approval of the Minutes of the 110th Meeting of USCIB. 

Reference: USCIB 5.2/74 dated 28 December 1954. 

1. No objection to the reference having been received the 
Tentative Minutes of the 110th Meeting of USCIB are approved. 

2. It is requested that the word TENTATIVE be deleted from the 
initial page of the minutes for each item considered and the word 
FINAL substituted therefor. 
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